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Dedication 


tt  e  the  class  of  1958  dedicate  this  book  to  .Mrs.  Josephine  Oates  in  appreciation  of 
all  the  help  and  advice  she  has  given  us  throughout  our  high  school  years. 


In  Appreciation 

We  wish  to  express  our  appreciation  to  M rs.  Sherman,  to  Mrs .  Fitzgerald,  and 
to  the  patrons  and  advertisers  who  helped  to  make  this  yearbook  possible. 


ELAINE  M.  AGEY 


General  Course;  Library  Club  '57,  ’58,  President  ’58; 
Decoration  Committee,  Junior  Prom  ’57;  Election  Day 
Food  Sale  *58;  Senior  Class  Food  Sale  *58;  Magazine 
Sale '58  ;  Hostess,  Evaluation  ’58 ;  Library  Committee '58. 

“What  suntdiine  is  to  flowers,  smiles  are  to  humanity.'* 


ELEANOR  LOUISE  ALBERICI 


“ELLIE" 

Commercial  Course;  Glee  Club  ’55;  Cheerleader  ’55; 
Freshman  Dance  Committee  ’55;  Vice-President,  Lan¬ 
guage  Club  ’56;  Pep  Squad  '56;  Dramatic  Club  ’57; 
Decoration,  Refreshment,  Ticket,  Clean-up,  and  Gift 
Committees,  Junior  Prom  ’57;  Magazine  Salesmanship 
Certificate  ’58;  Gregg  Shorthand  Merit  Award  ’57, 
*58;  Class  Trip  ’58. 

"She  speaks  not  and  yet  ther^  lies 
a  conversation  in  her  eyes." 


DAVID  ANGELO  ALFANO 


“ALF” 

College  Course;  Biology  Club  56;  Athletic  Associa¬ 
tion  57,  *58;  Audio-Visual  Aids  '57,  '58;  Color  Com¬ 
mittee,  Graduation  '58;  Election  Day  Food  Sale 
Committee  '58;  Ticket  and  Advertising  Committees, 
Senior  Play  ’58;  Class  Trip  ’58. 

“Beware  the  fury  of  a  patient  man.” 


JOHANNA  BABIARZ 
“JOANN” 

College  Course;  Pep  Squad  ’55;  Freshman  Social 
Committee  ’55;  Refreshment  Committee,  Sophomore 
Social  56;  Lab.  Technician  (Biology)  ’56;  National 
Honor  Society  ’56,  57,  '58,  Vice-President,  ’57,  ’58; 
Wilohi  Club  '56;  Library  Committee  '56,  '57,  '58; 
Library  Club  '57;  Science  Fair  Certificates  '57,  '58; 
Gift,  Ticket,  Decorating  Committees,  Junior  Prom 
'57;  Usherette,  Graduation,  Class  Night  '57;  Magazine 
Salesmanship  Certificate  '58;  Photography  Club  '58; 
Record  Committee,  Get-Acquainted  Dance  '58;  Class 
Flower  Committee  '58;  Election  Day  Food  Sale  '58; 
Senior  Food  Sale  '58;  Magazine  Sale  Skit  '58;  Make¬ 
up  Committee,  Class  Play  '58;  Evaluation  Committee 
’58;  Decoration  Committee,  Senior  Ball  ’58;  Class 
Trip  '58. 

"Judge  not  according  to  the  appearance.” 


THOMAS  JAMES  BARBERIE 
“BAR" 

College  Course;  Biology  Club  56,  '57;  Junior  Prom 
Committee  ’57;  Dramatic  Club  ‘58;  Captain,  Winning 
Team,  Magazine  Sale  ’58;  Senior  Class  Play  58; 
Senior  Food  Sale  Committee  '58;  Chairman,  Motto 
Committee  ’58;  Class  Trip  ’58. 

‘‘He’ll  find  a  way.” 


JOHN  D.  BRODERICK 
“JACK” 

General  Course;  Baseball  '55,  ’58;  Basketball  ’55; 
Language  Club  56,  '57,  Vice-Chairman  ‘57;  Clean-up 
Committee,  Junior  Prom  ’57;  Election  Day  Food  Sale 
’58;  Photography  Club  '58;  Senior  Class  Trip  ’58. 

“Happy  am  I ;  from  care  I’m  free; 

Why  aren’t  they  all  contented  like  me?” 


DONALD  HARRISON  BROWNING 


“DON” 

College  Course;  Dramatic  Club  ’55,  ’56;  Windsor 
Locks  Science  Fair  '57,  '58;  3rd  Award  State  Science 
Fair  57;  National  Honor  Society  '57,  '58;  Custodian 
58;  Business  Manager  and  Treasurer,  Photography 
Club  ’58;  Election  Day  Food  Sale  '58;  Magazine 
Salesmanship  Certificate  ‘58;  Champions,  Intramural 
Basketball  ’58;  Senior  Class  Play  '58;  Senior  Class 
Trip  '58. 


“Humor  is  true  democracy.” 


JAMES  J.  BUCKLEY 

“JIMMY” 

General  Course;  Baseball  '54,  '55;  Library  Club 
'55,  ’58. 


t 


‘It  is  working  that  makes  a  workman.” 


FRANCINE  JEANNINE  CARLSON 
"FRAN" 


General  Course;  Chorus  ’55;  Library  Committee  '55 
’56,  58;  Band  55,  56.  57;  WILOH1  Club  *56,  *57. 

“What  sweet  delight  a  quiet  life  affords." 


VIRGINIA  GAIL  CATALINA 

“GINNY” 

Commercial  Course;  Chorus  *55;  Library  Club  '57; 
Shorthand  Certificate  of  Achievement  57;  Junior 
Prom  Committee  ’57;  Get-Acquainted  Dance  ’57; 
Business  Club  ’58;  Usherette,  Class  Play  ’58;  Senior 
Food  Sale  Committee  '58;  Class  Trip  ’58. 

“Neat,  not  gaudy.” 


JAMES  KENNETH  CONNELL 
“JIM" 

College  Course;  Literary  Club  '56;  National  Honor 
Society  ’56,  ’57,  ’58,  President,  '57,  ’58;  Career  Day 
Guide  56,  '57;  Photography  Club  ’57,  ’58,  Program 
Chairman  ’58,  Vice-President  ’58;  Nutmeg  Boys’  State 
Delegate  ’57;  Career  Day  ’57,  *58;  1st  Place,  Ameri¬ 
can  Legion  Oratorical  Contest  '57;  Usher,  Class 
Night  ’57;  Usher,  Graduation  ’57;  Parade  of  Youth 
Forum  ’57,  ’58;  Parade  of  Youth  Reporter  '58; 
Budget  Committee,  Senior  Class  ’58;  Staging  Com¬ 
mittee,  Senior  Class  ’58;  School  Science  Fair  ’57,  '58; 
Magazine  Sale  *58;  Senior  Class  Trip  ’58. 

“How  forcible  are  right  words!" 


EDWARD  JOSEPH  COURTNEY 
"BO” 

General  Course;  Basketball  ’55,  ’58:  History  Club 
’56;  Dramatic  Club  '57,  ’58;  Senior  Food  Sale  Com¬ 
mittee  ’58. 
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“Between  jest  and  earnest" 


ALICE  JANE  DUBOIS 
"AL" 

Commercial  Course;  Pep  Squad  ’55;  Refreshment 
Committee,  Freshman  Social  55;  Program,  Gradua¬ 
tion  55;  Refreshment  Committee,  Sophomore  Hop 
*56;  Biology  Club  '56;  Library  Committee  57;  Wilohi 
Dramatic  Club  *57,  ‘58,  Vice-President  58;  Election 
Day  Food  Sale  ’58;  Refreshment  Committee,  Senior 
Social  *58;  Class  Play  58;  Ticket  Committee,  Class 
Play  58;  Senior  Ball  Committee  *58. 

"Charms  strike  the  sight  and  merit  wins  the  soul/* 


MARGARET  ELIZABETH  EAGAN 
"PEGGY** 

General  Course;  Athletic  Association  ’55;  Girls’  Fed¬ 
eration  *55;  Girls'  Chorus  '55;  Dramatic  Club  56, 
'57;  Cheerleader  '56,  '57,  '58,  Captain  '57,  '58; 
National  Honor  Society  '56,  ’57,  ’58;  Cheerleaders 
Clothing  Sale  ’57;  Usherette,  Class  Night  '57;  Usher¬ 
ette,  Graduation  ’57;  Laurel  Girls’  State  Representa¬ 
tive  ’57;  Chairman,  Ticket  Committee,  Junior  Prom 
’57;  Junior  Class  Editor,  Herald  '57;  Student  Council 
Patrol  ’57;  Constitutional  Essay  Contest  ’57;  Intra¬ 
mural  Basketball  ’57,  ’58;  Chairman,  Budget  Com¬ 
mittee  ’58;  Magazine  Sales  Certificate  '58;  Election 
Day  Food  Sale  ’58;  Business  Club  ’58;  Raiders  Romp, 
Record  Committee  Chairman  ’58;  Chairman,  Class 
Flower  Committee  ’58;  Associate  Editor,  Herald  ’58; 
Usherette.  Career  Day  ’58;  Class  Trip  ’58. 

“With  her  eyes  in  flood  with  laughter." 


THOMAS  CECIL  ENGLISH 


"TOM" 

General  Course;  Biology  Club  '56,  ’57,  58. 

“Moderation,  the  noblest  gift  of  heaven." 
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JOYCE  ANN  FETKO 
"JOY" 

Commercial  Course;  Pep  Club  ’55;  Decoration  and 
Food  Committee,  Freshman  Social  ’55;  Server,  Junior 
Prom  ’55;  Dramatic  Club  '56;  Decoration  and  Food 
Committee,  Sophomore  Social;  Career  Day  Guide  '56, 
*57;  Cheerleading  ’56,  ’57,  ’58;  National  Honor 

Society  ’56,  ’57,  ’58,  Secretary  ’57,  ’58;  Sock  Hop  ’56, 
’57;  Library  Committee  ’56,  ’57,  ’58;  Decoration 
Committee,  Clean-up  Committee,  Junior  Prom  ’57; 
Usherette,  Class  Night  '57;  Gregg  Merit  Award  ’57; 
Secretary,  Business  Club  ’57,  ’58;  Red  Cross  Blood- 
mobile  ’57;  Intramural  Basketball  ’57,  ’58;  Certificate 
of  Achievement  ’58;  Captain,  Magazine  Sale  ’58; 
Magazine  Sale  Skit  ’58;  Chairman.  Food  Committee, 
Senior  Ball  '58;  Chairman,  Food  Committee,  Raiders 
Romp  ’58;  Class  Play  ’58;  Record  Committee  Chair¬ 
man,  Senior  Ball  ’58;  Election  Day  Food  Sale  Com¬ 
mittee  ’58;  Chairman,  Senior  Food  Sale  ’58;  Student 
Council  Patrol  ’58;  Chairman,  Class  Song  Committee 
’58;  Class  Trip  '58. 

"Devout,  yet  cheerful ;  active,  yet  resigned." 


BARBARA  JOAN  FILLIPS 
“BARB" 

Commercial  Course;  Cheerleading  '55,  ’56,  ’57,  '58; 
Chorus  ‘55;  Sock  Hop  ’55,  ’56,  ’57;  Freshman  Hop 
’55 ;  Sophomore  Social  ‘55;  Dramatic  Club  56,  '57; 
Gregg  Merit  Award  57;  Sweatshirt  Sale  ‘57,  ’58; 
Make-up  Committee.  Dramatic  Club  Play  ‘57;  Ticket 
Committee,  Junior  Prom  57;  Raiders  Romp  Com¬ 
mittee  ’58;  Magazine  Sale  Certificate  Winner  *58 ; 
Class  Flower  Committee  ’58;  Senior  Ball  Committee 
’58;  Senior  Food  Sale  ’58;  Staging  Committee,  Class 
Play  ’58;  Intramural  Basketball  ’58;  Class  trip  ’58; 
Food  Committee.  Get- Acquainted  Dance  ’58,  Elec¬ 
tion  Day  Food  Sale  ‘58. 

“How  goodness  heightens  beauty." 


JUDITH  ANN  GALLERANT 

“JUDY” 

Commercial  Course;  Dramatic  Club  ’56,  *57;  Wiloh't 
Club  58;  Class  Trip  '58. 

“If  you  are  content  you  have  enough  to  live  comfortably.” 


DOROTHY  MARIE  GHERLONE 

“DOTTIE” 

College  Course;  Pep  Squad  '55;  Record  and  Refresh¬ 
ment  Committees,  Freshman  Social  ’55;  Chorus  ’55; 
Red  Cross  Bloodmobile  56;  Dramatic  Club  ‘56;  Food 
Committee,  Sophomore  Social  ’56;  National  Honor 
Society  ’56.  '57,  '58,  Treasurer  *57,  ’58;  Ticket  Col¬ 
lector.  Basketball  Games  56,  ’57,  ’58;  Refreshment 
Committee,  Junior  Prom  '57;  Decoration  Committee, 
Junior  Prom  '57;  Usherette,  Class  Night  '57;  Usher¬ 
ette,  Graduation  ’57;  Guide,  Career  Day  ’57,  ’58; 
Windsor  Locks  Science  Fair  '57,  ’58,  Second  Award 
’58;  Photography  Club,  Secretary  ’57,  ’58;  Election 
Day  Food  Sale  ’58;  Make-up  Committee,  Senior  Class 
Play  ’58;  Intramural  Basketball  '58;  Magazine  Salesman¬ 
ship  Certificate  ’58;  Magazine  Party  Committee  ’58; 
Refreshment  Committee,  Get-Acquainted  Dance  '58; 
Evaluation  Committee  ’58;  Second  Prize.  American 
Legion  Essay  Contest  '58;  Associate  Editor,  Herald 
’58;  Class  Trip  '58. 

“A  rose  without  its  sweetest  leaves  unfolded." 


JOAN  GLEMBOSKI 
“JOANIE" 


Commercial  Course;  Dramatic  Club  '55,  '56;  Business 
Education  Club  ’56,  ’57;  Secretary,  W'tlohi  Club 

’57,  ’58;  Senior  Class  Magazine  Sale  ’58;  Senior  Food 
Sale  ’58;  Class  Trip  '58. 

“Contentment  is  the  source  of  joy.” 


MARLENE  ANN  GREENE 
"MOLLY" 


Commercial  Course;  Home  Economics  '56.  ’57;  Bus¬ 
iness  Club  ’58;  Senior  Food  Sale  ’58;  Class  Trip  ‘58. 

"Gentle  of  speech,  beneficial  of  mind." 


NANCY  LOUISE  KEEGAN 
“NANCE" 

General  Course;  Junior  Classical  Latin  Club  55; 
Sodality  '55;  Decoration  Committee,  Freshman- 
Sophomore  Prom  '55;  Minstrel,  make-up  ’55;  Lan¬ 
guage  Club  '56;  Lab  Technician  (Biology)  '56;  Refresh¬ 
ment  Committee.  Sophomore  Social  ’56;  Ticket  Col¬ 
lector,  Junior  Prom  56;  Ticket  Collector,  Basketball 
Games  '56,  ’57,  '58;  Photography  Club  '57,  *58;  Intra¬ 
mural  Basketball  '57.  '58;  Third  Prize,  Windsor  Locks 
High  School  Science  Fair  *57;  Third  Award.  Northern 
Connecticut  Science  Fair  '57;  Red  Cross  Bloodmobile 
’57;  Decoration  Committee,  Junior  Prom  '57;  Clean¬ 
up  Committee,  Junior  Prom  '57;  Election  Day  Food 
Sale  '58;  Senior  Class  Food  Sale  '58 ;  Class  Motto 
*58;  Class  Play  '58;  Student  Council  Patrol  ’58; 
Magazine  Sale  '58;  Refreshment  Committee,  Get- 
Acquainted  Dance  '58;  Magazine  Sale  Skit  '58;  Record 
Committee,  Senior  Ball  '58;  Library  Committee  '58; 
Magazine  Salesmanship  Certificate  '58;  Class  Trip  '58. 

"Nancy,  like  all  irood  women,  had  a  temper  of  her  own." 

JOSEPH  WILLIAM  KELLY,  JR. 

"JOE" 


College  Course;  Baseball  Manager  '55;  Audio-Visual 
Aids  Club  '55,  '56,  '57,  *58;  Ticket  Committee,  Fresh¬ 
man  Social  '55;  Band  '56;  Basketball  Manager  ’56. 
’57,  '58;  Associate  Editor,  Herald  '56,  '57;  National 
Honor  Society  *56.  '57,  ’58;  Guide,  Career  Day 
Activities  56,  ’57;  Music  Committee,  Junior  Prom 
‘57;  Library  Committee  *57;  Nutmeg  Boys’  State 
Representative  57;  Harvard  Book  Award  ’57;  Amer¬ 
ican  Legion  Oratorical  Contest  '57;  Senior  Class 
Budget  Committee  '58;  Editor-in-Chief,  Herald  '58; 
Magazine  Sale  Certificate  Winner  ‘58;  Election  Day 
Food  Sale  Committee  ’58;  High  School  Science  Fair  ‘57, 
'58.  second  place,  ‘57,  third  place,  ’58;  Class  Trip  ’58. 

"An  investment  in  knowledge  pays  the  best  interest." 


PATRICIA  MARY  KENNEDY 


"PAT" 

General  Course;  Pep  Squad  ’55;  Language  Club  '56; 
Secretary,  Biology  Club  '57;  Decorating  Committee. 
Junior  Prom  ’57;  Dramatic  Club  '58;  Senior  Class 
Food  Sale  ’58;  Senior  Class  Trip  ‘58. 

"If  you  wish  to  be  jrood.  first  believe  that  you  are  bad." 


ROSE  LEAH  KRUPKA 
••ROSIE” 


General  Course;  Secretary,  Freshman  Class  ’55;  Chair¬ 
man,  Language  Club  '56;  Planning  Committee,  Junior 
Prom  ’57;  Election  Day  Food  Sale  ’58. 

“Her  talk  like  a  stream  runs  a  rapid 
change  from  rocks  to  roses.” 


CAROLYN  ANN  KULAS 
"CAROL” 

Commercial  Course;  Chorus  55,  '56;  Majorette,  Band 
'55,  ’56;  Class  Treasurer  ’55;  Refreshment,  Entertain¬ 
ment,  and  Ticket  Committees,  Freshman  Social  ’55; 
Wilohi  Club  ’56,  ’57;  Pep  Squad  ’55,  '56;  Refresh¬ 
ment,  Entertainment,  and  Ticket  Committees,  Soph¬ 
omore  Hop  ’56;  Intramural  Basketball,  ’57,  ’58;  Bus¬ 
iness  Education  Club  '57,  ’58;  Refreshment,  Decora¬ 
tion,  and  Ticket  Committees,  Junior  Prom  ’57; 
Chairman,  Get-Acquainted  Dance  ’57;  Shorthand  Cer¬ 
tificate  of  Achievement  ’57;  Magazine  Salesmanship 
Certificate  ’57;  Top  Salesman  for  Magazine  Sale  ’57; 
Senior  Food  Sale  Committee  ’58;  Usherette,  Class 
Play  ’58;  Class  Motto  Committee  ’58;  Senior  Ball 
Committee  ’58;  Class  Trip  '58. 

"To  love,  cherish,  and  obey.” 


ANTHONY  J.  LaRUSSA 
"TONY” 


General  Course;  Baseball  ’55;  Decoration  Committee, 
Freshman  Social  ’55;  Basketball  ’55,  ’56,  ’58;  Biology 
Club  *56;  Decoration  Committee,  Junior  Prom  ’57; 
Dramatic  Club  ’58;  Usher,  Class  Play  ’58;  Senior 
Food  Sale  ’58. 

"Endurance  is  the  crowning  quality.” 


RAMON  L.  LECOURS 
"RAY” 


General  Course:  Language  Club  '56,  ’57,  President 
’57;  Dramatic  Club  58;  Magazine  Sale  Certificate 
’58;  Class  Trip  ’58. 

"Happy-go-lucky  am  I!” 


ROBERT  EDWARD  LEE 


"BOB” 

Commercial  Course;  Class  Vice-President  ’55;  Basket¬ 
ball  55;  Baseball  55,  56,  57;  Class  President  56, 
*57,  58;  Student  Council  56,  57,  ’58;  Vice-President 
57,  President  '58;  Biology  Club  ’56;  Decoration  Com¬ 
mittee,  Sophomore  Hop  ’56;  Chairman  and  Host, 
Junior  Prom  ’57;  Clean-up  Committee,  Junior  Prom 
'57;  Career  Day  guide  *57;  Marshal.  Graduation  ‘57; 
Business  Board.  Herald  57;  Magazine  Sale  Skit 
58;  Chairman.  Senior  Class  Magazine  Sale  ‘58;  Elec¬ 
tion  Day  Food  Sale  '58;  Senior  Class  Food  Sale  58; 
Future  Teachers  Club  58;  Business  Manager,  Senior 
Class  Play  '58;  Advertising  Committee.  Senior  Play 
*58;  Senior  Ball  Committee  '58;  Class  Trip  '58. 

"What  a  heavy  burden  is  a  name  that 
has  become  too  famous." 


FRANCES  CLEMENTINE  LUKAS 
"FRAN" 

College  Course;  Chairman,  Decoration  Committee. 
Freshman  Social  '55;  Secretary,  Library  Club  '56,  '57; 
Food  and  Decoration  Committee,  Sophomore  Hop 
'56;  Library  Committee  '56,  ’57,  '58;  Class  Secretary 
56.  '57.  '58;  National  Honor  Society  '56.  57,  ’58; 
Student  Council  '56.  '57,  '58;  Secretary  '58;  Chairman. 
Decoration  Committee,  Junior  Prom  *57;  Herald 
Business  Board  '57;  Usherette.  Open  House  *56,  '57, 
’58;  Clean-up  Committee,  Junior  Prom  '57;  Northern 
Connecticut  Science  Fair  '57,  ’58.  Third  Award  '57, 
Second  Award  ’58;  High  School  Science  Fair  ’57,  ’58. 
Third  Prize  '57,  Honorable  Mention  '58;  Intramural 
Basketball  ’58;  Student  Council  Patrol  ’57,  '58; 

Future  Teachers  Club  ’58;  Advertising  Committee. 
Cast.  Class  Play  ’58;  Class  Trip  ’58. 

"We  have  medicines  to  make  women  speak, 
but  none  to  keep  them  silent." 


MARIE  ANN  MANNELLA 


"MARIE" 


General  Course;  Cheerleader  ’55,  56,  ’57.  ’58;  Soph¬ 
omore  Hop  Committee  ’56;  Dramatic  Club  ’56,  ’57; 
National  Honor  Society  ‘56.  ’57,  ’58;  Decoration 
Committee,  Junior  Prom  ’57;  Senior  Food  Sale  Com¬ 
mittee  ’58;  Certificate  Winner,  Magazine  Sale  ’58; 
Senior  Ball  Committee  ’58;  Business  Club  ’58;  Class 
Trip  ’58. 

"Cheer  up.  the  worst  is  yet  to  come." 


BARBARA  ANN  MANNELLO 
"BARB" 

Commercial  Course;  Biology  Club  ’56;  Gregg  Merit 
Award  ’57;  Decoration  Committee.  Junior  Prom  ’57; 
Business  Club  ’57,  58;  Food  Sale  ‘58;  Wilohi  ’58; 

Magazine  Sale  ’58;  Class  Trip  ’58. 

"The  smile  that  won’t  come  off." 


PIERETTE  LOUISE  MANSEAU 


“PETE” 

General  Course;  Decoration  Committee,  Junior  Prom 
*57;  Sergeant-at-arms,  Dramatic  Club  ’57,  ’58;  Glee 
Club  *58;  Band  ’58. 

“A  surpassing  beauty  and  in  the  bloom  of  youth.” 


BEVERLY  ANN  MARCOTTI 


"BEV” 

Commercial  Course;  Decorating  Committee  '55; 
Biology  Club  56;  Decorating  Committee,  Ticket 
Committee,  and  Refreshment  Committee,  Junior  Prom 
57;  Driver's  Education  ’57;  Business  Education  Club 
'57;  Business  Board,  Herald  '57;  Chairman,  Class 
Food  Sale  '58;  Dance  Committee,  Senior  Ball  58; 
Business  Club  ’58;  Chairman,  Decorating  Committee, 
Business  Club  Dance  '58;  Class  Play  '58;  Certificate 
Winner,  Magazine  Sale  '58;  Athletic  Association  '58; 
Intramural  Basketball  *58;  Election  Day  Food  Sale 
Committee  *58 ;  Class  Trip  '58;  Class  Song  Com¬ 
mittee  *58. 

“Low  Gurgling  laughter  as  sweet  as  the  swallow’s  song.” 


JACQUELINE  CYRILLA  MARINAK 
“JACKY" 

Commercial  Course;  Band  Majorette  '55.  '56;  Chorus 
’55;  Dramatic  Club  '56,  ’57;  Gregg  Merit  Award 
’57;  Decoration  Committee,  Refreshment  Committee, 
Junior  Prom  *57;  Business  Education  Club  *58; 
W'ilohi  Staff  58;  Magazine  Sale  '58;  Class  Trip  '58. 

“A  tender  heart,  a  will  inflexible.” 


RAYMOND  RODOLFO-MASERA 

General  Course;  Clean-up  and  Decoration  Committee. 
Sophomore  Social  ’56;  Record  Committee,  Sophomore 
Social  '56;  Biology  Club  *56,  *57;  Decoration  and 
Clean-up  Committee,  Junior  Prom  ’57;  High  School 
Science  Fair  '57,  *58;  Clean-up  and  Decoration  Com¬ 
mittees,  Get-Acquainted  Dance  *58;  Class  Trip  *58. 

“The  more  one  fools,  the  more  one  laughs.” 


JOAN  NORRIS 

Commercial  Course;  Homemaking  Club  56,  '57,  58. 
“Silence  is  more  eloquent  than  words.” 


MARY  ANN  PALUCK 

General  Course;  Pep  Squad  ’55;  Chorus  ‘55,  ’56; 
Refreshment  Committee,  Freshman  Social  ’55;  Dra¬ 
matic  Club  '56;  Decorating  and  Ticket  Committees, 
Sophomore  Hop  '56;  Library  Committee  56,  57,  ’58; 
Ticket  Collector,  Junior  Prom  ’56;  Ticket  Collector, 
Basketball  Games  ’57;  Vice-President,  Library  Club 
'57;  Co-Chairman,  Ways  and  Means  Committee, 
Library  Club  ’57;  Refreshment  Committee,  Junior 
Prom  ’57;  Clean-up  Committee,  Junior  Prom  ’57; 
Intramural  Basketball  ’57,  '58;  Refreshment  Commit¬ 
tee,  Senior  Dance  '58;  Magazine  Sale  ’58;  Magazine 
Salesmanship  Certificate  ’58;  Vice-President,  Future 
Teachers  Club  ’58;  Senior  Class  Food  Sale  ’58;  Co- 
Chairman,  Stage  Committee,  Class  Play  ’58;  Science 
Fair  ’58 ;  Record  Committee,  Senior  Ball  ’58;  Future 
Teachers  Induction  Ceremony  ’58;  Class  Trip  ’58; 
Evaluation  Committee  ’58. 

“Thy  modesty’s  a  candle  to  thy  merit.” 


NELSON  EDWIN  PARMELEE 
“RED” 
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College  Course;  Audio-Visual  Aids  Club  ’56;  Base¬ 
ball  56,  '57;  Basketball  '57;  Biology  Club  ’57;  High 
School  Science  Fair  '57,  '58;  Intramural  Basketball 
’56.  '58;  Junior  Prom  Clean-up  Committee  '57;  Mag¬ 
azine  Sale  ’58;  Magazine  Salesmanship  Certificate 
'58;  Vice-President,  History  Club  ’58;  Dramatic  Club 
'58;  Election  Day  Food  Sale  ’58;  Senior  Class  Food 
Sale  ’58;  Third  Award.  State  Science  Fair  '58;  Chair¬ 
man  Stage  Committee,  Class  Play  ’58;  Evaluation 
Committee  ’58;  Class  Trip  ’58. 

"Few  things  are  impossible  to  diligence  and  skill.” 


RAE  MARANA  PIAGGI 
“RACHEL” 


Commercial  Course;  Decoration  Committee,  Freshman 
Social  ’55;  Pep  Club  ’55;  Chorus  ’55.  ’56;  Refresh¬ 
ment  Committee,  Sophomore  Hop  ’56”,  Wilohi  Club 
’56,  ’57;  Chairman,  Refreshment  Committee,  Decorat¬ 
ing  Committee,  Junior  Prom  ’57;  Business  Club  ’58; 
Election  Day  Food  Sale  '58;  Class  Trip  ’58. 

“A  woman  with  mischief.” 


BARBARA  ANN  PINATTI 
"BOBBI" 


Commercial  Course;  Decoration  Committee,  Fresh¬ 
man  Social  ’55;  WILOHI  ’56;  Business  Education 
Club  '56,  '57,  Secretary  '56;  Advertising  Committee, 
Herald  57;  Decoration  Committee,  Junior  Prom 
'57;  Hostess,  Queen,  Junior  Prom  '57;  Stenography 
Certificate  of  Achievement  ’57;  Senior  Play  ’58; 
Advertising  Committee,  Senior  Play  ’58;  Magazine 
Salesmanship  Certificate  '58;  Magazine  Sale  Skit  ’58; 
Chairman,  Refreshment  Committee,  Senior  Dance  ’58; 
Election  Day  Food  Sale  ’58;  Class  Trip  ’58. 

“A  cor. slant  fii.nd  is  a  thin«r  rare  and  hard  to  find." 


TODD  F.  POHORYLO 

College  Course;  Dramatic  Club  ’56;  Chairman,  Dec¬ 
oration  Committee,  Junior  Prom  ’57;  Biology  Club 
57,  '58;  Magazine  Salesmanship  Certificate  ’58;  Senior 
Class  Food  Sale  ’58. 

"A  jest  breaks  no  bones.” 


MARY  MITCHELL  QUINN 

Commercial  Course;  Pep  Squad  55;  Decoration  Com¬ 
mittee,  Clean-up  Committee.  Freshman  Social  '55; 
Secretary,  Homemaking  Club  '56;  Decoration  Com¬ 
mittee,  Clean-up  Committee,  Sophomore  Hop  '56; 
Server,  Junior  Prom  '56;  Ticket  Collector,  Basketball 
Games  '56,  ’57,  '58;  Business  Club  '57,  '58;  Decora¬ 
tion  Committee,  Clean-up  Committee,  Junior  Prom 
'57;  Gregg  Merit  Award  '57;  Magazine  Sale  ’58; 
Prompter,  Class  Play  ’58;  Music  Committee,  Senior 
Ball  ’58;  Library  Committee  ’57,  ’58;  Food  Com¬ 
mittee,  Business  Club,  Raiders  Romp  ’58;  Class 
Trip  ’58. 

"Anjrer,  though  concealed,  is  betrayed  by  the  countenance.” 


LEROY  EUGENE  RENKERT 

College  Course;  Student  Executive  Board  '55;  Chess 
Club  ’55;  Dramatic  Club  ’56,  ’58;  Table  Tennis 
Tournament  '57;  National  Honor  Society  ’57,  ’58; 
High  School  Science  Fair  ’57,  '58;  Senior  Magazine 
Sale  ’58;  Senior  Class  Trip  *58. 

"Self  reverence.  self-knowledge.  and  self-control.” 


JANET  HELEN  RIDEL 
“JAN” 


Commercial  Course;  Homemaking  Club  56;  Business 
Club  ’57,  ’58;  Decoration  Committee.  Junior  Prom 
57;  Election  Day  Food  Sale  '58. 

“Love  stops  at  nothin*?  hut  possession.” 


PATRICIA  ANN  ROOT 


“PAT” 

General  Course;  Decoration  Committee,  Freshman 
Social  ’55;  Pep  Club  ’55;  Biology  Club  '56;  Sopho¬ 
more  Hop  Committee  ‘56;  Decoration  and  Ticket 
Committees.  Junior  Prom  '57;  Dramatic  Club  '57; 
Chairman,  Election  Day  Food  Sale  '58;  Co-Chairman, 
Food  Committee,  Magazine  Dance  '58;  Vice-President, 
Business  Club  58;  Food  Committee,  Election  Day 
Food  Sale  58;  Decoration  Committee,  Raiders  Romp 
'58;  Athletic  Association  '58;  Class  Flower  Committee 
'58;  Class  Trip  '58. 

“Love  sought  is  good,  but  given  unsought  is  better.” 


MICHELENE  ANN  SCHEELE 
"MICKY” 

Commercial  Course;  Band  and  Majorette  '55;  Chorus 
'55;  Decoration  and  Food  Committees,  Freshman 
Social  '55;  Server,  Junior  Prom  ’55;  Wilohi  ’5 6; 
Cheerleader  '56,  '57,  '58;  Decoration  and  Refreshment 
Committee,  Sophomore  Social  '56;  Record  Committee, 
Cheerleaders  Sock  Hop  '56,  '57;  Decoration  Com¬ 
mittee,  Junior  Prom  '57;  Business  Education  Club 
'57,  '58,  Secretary  '58;  Cheerleaders  Sweatshirt  Sale 
'57;  Gregg  Merit  Award  '57;  Intramural  Basketball 
'57,  '58;  Magazine  Sale  Certificate  '58;  Magazine  Sale 
Skit  58;  Refreshment  and  Record  Committee,  Senior 
Social  '58;  Ticket  Committee,  Raiders  Romp  '58; 
Class  Play  '58;  Senior  Ball  Committee  '58;  Election 
Day  Food  Sale  '58;  Senior  Food  Sale  '58;  Class 
Trip  '58. 

“Splashing  and  plunging  like  a  devil, 
through  thick  and  thin.” 


FLORENCE  JEANNE  SEAHA 
“FLO” 


General  Course;  Wilohi  Club  ’55,  ’58;  Biology 

Club  '56;  Photography  Club  '57;  Intramural  Basket¬ 
ball  '57;  Magazine  Sale  '58;  Chorus  '58;  High  School 
Science  Fair  '58;  Senior  Class  Trip  '58. 

“Happiness  is  a  wine  of  the  rarest  vintage.” 


CHARLES  RICHARD  SIDWAY 
“CHARLEY” 

College  Course;  Class  President  '55;  Chairman,  Fresh¬ 
man  Social  '55;  Baseball  ’55,  ’56,  ’57,  '58;  Basketball 
’55,  56,  '57,  '58;  National  Honor  Society  '56;  Sopho¬ 
more  Hop  Committee  56;  Biology  Club  ‘56;  Athletic 
Representative  *56;  Career  Day  Guide  '56;  Custodian 
56,  ‘57,  58;  Decoration  Committee.  Junior  Prom 

'57;  Advertising  Committee,  Senior  Play  '57;  Audio- 
Visual  Aids  Club  ’57,  ’58.  Librarian  *58;  School 
Editor,  Herald  ’58;  Magazine  Sale  Skit  ’58;  Elec¬ 
tion  Day  Food  Sale  58;  Usher,  Class  Play  58;  Senior 
Class  Food  Sale  ’58;  All-State  Basketball  Team  '58; 
Magazine  Salesmanship  Certificate  '58;  Chairman, 
Senior  Ball  *58;  Class  Trip  ’58. 

"Patience  in  a  necessary  ingredient  of  genius.” 


PAMELA  FRANCES  SIENICKI 
“PAM” 

Commercial  Course;  Food  Committee,  Freshman  Social 
’55;  Biology  Club  '56;  Decoration  Committee,  Sopho¬ 
more  Hop  '56;  V.F.W.  Essay  Award  ’56 ;  Decoration 
Committee,  Junior  Prom  '57;  Business  Club  *57,  *58; 
Magazine  Sale  Certificate  ’58;  Class  Trip  *58. 

“Officious,  innocent,  sincere — 

of  every  friendless  name,  the  friend." 


HERBERT  O.  STAIGER,  JR. 

“BUDDY” 

College  Course;  Representative.  Athletic  Association 
’55;  Freshman  Social  Committee  *55;  Baseball  '55, 
*56,  '57,  *58;  Basketball  '55,  '56.  '57,  *58;  Class  Vice- 
President  56,  '57,  '58;  Student  Council  '56,  57,  58; 
Usher,  Open  House  56,  ‘57,  '58;  Sophomore  Dance 
Committee  ’56;  Career  Day  Guide  '56,  *57,  *58; 
Biology  Club  ’56;  Student  Council  Patrol  '56,  '57, 
*58;  Decoration,  Refreshment,  and  Clean-up  Commit¬ 
tees,  Junior  Prom  '57;  Marshal,  Graduation  '57; 
Herald  Board  *57;  Magazine  Salesmanship  Certifi¬ 
cate  '58;  Ticket  and  Lights  Committees,  Class  Play 
'58;  Vice-President,  Student  Council  *58;  Election 
Day  Food  Sale  ’58;  Senior  Ball  Committee  '58;  Class 
Editor,  Herald  '58;  Audio-Visual  Ads  Club  '57, 
’58 ;  High  School  Science  Fair  '57,  *58;  Advertising 
Committee,  Senior  Play  '58;  Magazine  Sale  Skit  '58; 
Evaluation  Committee  *58;  Class  Trip  '58. 

“Still  achieving,  still  pursuing." 

BRUCE  ARTHUR  THERIAN 
“THERIO" 

General  Course;  Decoration  Committee,  Freshman 
Social  *53;  Chorus  *55,  ’56;  Decoration  Committee 
'56;  Audio-Visual  Aids  ’56,  ’57;  Basketball  '56; 

Photography  Club  *57,  *58,  Vice-President  ’57,  Pub¬ 
licity  Director  *58;  Custodian  ’57;  Champions  Intra¬ 
mural  Basketball  *58;  Get-Acquainted  Dance  Clean-up 
Committee  '58;  Magazine  Sale  *58;  Magazine  Sale 
Skit  '58;  Election  Day  Food  Sale  '58;  Senior  Class 
Food  Sale  *58;  Class  Play  *58;  High  School  Science 
Fair  '57  '58;  Clean-up  Committee,  Senior  Ball  ’58; 

Class  Trip  '58. 

“He  preferred  to  be  good,  rather  than  to  seem  so." 


DAVID  LEE  TILLOTSON 


College  Course;  Intramural  Group  Captain  '55,  ’56; 
Band  ’57,  ’58;  President.  Music  Club  *58;  Chorus  ’58; 
Magazine  Sale  Certificate  ’58;  Class  Play  '58;  Class 
Trip  58. 

"Where  there  is  music  there  is  no  hurra/* 


DOUGLAS  HENRY  UNDERHILL 
"DOUG" 

College  Course;  Band  '55,  ’56;  Language  Club  ’56; 
Decoration  Committee.  Junior  Prom  '57;  Guide 
Career  Day  57;  Delegate,  Nutmeg  Boys’  State  ’57; 
High  School  Science  Fair  57,  58,  Second  Prize  58; 
Student  Chairman,  Science  Fair  Committee  57;  North 
ern  Connecticut  Science  Fair  ’57,  ’58.  Top  Five,  58; 
Herald  Business  Board  ’57;  President.  Photography 
Club  '57,  '58;  National  Honor  Society  '57,  ’58;  Cus¬ 
todian  '57,  ’58;  Champions,  Intramural  Basketball 
Team  '58;  Class  Play  '58;  Election  Day  Food  Sale 
’58;  Student  Council  Patrol  ’58;  Athletic  Editor, 
Herald  '58;  Class  Trip  '58. 

"The  reward  of  a  thing  well  done  is  to  have  done  it.” 


HENRY  JOHN  URBANOSKI 
"HANK” 


General  Course;  High  School  Science  Fair  '57;  Class 
Trip  '58. 

"It  is  a  man’s  reason  to  say  I  will  do  such  a  thing 
because  I  will." 


JOHN  CHARLES  WALLAN 
"JOHNNY" 


General  Course;  Audio-Visual  Aids  Club  ’57;  Ath¬ 
letic  Association  ’57,  ’58;  Junior  Prom,  Decoration 
Committee  ’57;  Junior  Prom,  Clean-up  Committee 
’57;  High  School  Science  Fair  ’57;  Inrra-mural  basket¬ 
ball  '58;  Election  Day  Food  Sale  '58;  Magazine  Sale 
Certificate  Winner  '58;  Magazine  Sale  Skit  '58;  Chair¬ 
man,  Senior  Get-Acquainted  Dance  ’58;  Senior  Class 
Food  Sale  ’58;  Senior  Ball  Committee  '58;  Class 
Trip  '58. 

"He  who  goes  to  bed  thirsty  rises  healthy." 


JUDITH  LOUISE  VAITUKAITIS 

••JUDY” 

College  Course;  Decoration  Committee,  Freshman 
Social  ’55;  Herald  Class  Editor  '55,  '56,  Business 
Board  ’57,  Associate  Editor  '58;  Dramatic  Club  56; 
First  Prize,  Tuberculosis  Essay  ’56;  Runner-up.  United 
Nations  Essay  ’56;  Ticket  and  Decoration  Committees, 
Sophomore  Hop  '56;  Library  Committee  56,  *57; 
Career  Day  Guide  ’56,  '57,  ’58;  Class  Treasurer  56, 
'57,  ’58;  National  Honor  Society  ‘56,  ’57,  '58;  Student 
Council  '56,  ’57,  '58,  Corresponding  Secretary  '56, 
'58;  Red  Cross  Bloodmobile  '56,  ’57,  '58;  Constitu¬ 
tional  Oratorical  Contest  '57;  Decoration  and  Clean¬ 
up  Committees,  Junior  Prom  ’57;  Laurel  Girls’  State 
Representative  ’57;  President,  Library  Club  ’57; 
Usherette,  Class  Night,  Graduation  ’57;  Usherette, 
Open  House  ’56,  '57,  ’58;  Northern  Connecticut 
Science  Fair,  First  Award  ’57;  Intramural  Basketball 
'57,  '58;  Statistician,  Basketball  Team  ’57,  ’58;  Stu¬ 
dent  Council  Patrol  ’57,  '58;  School  Science  Fair 
’57,  ’58;  Advertising  and  Ticket  Committees.  Class 
Play  '58;  Parade  of  Youth  Reporter  '58;  D.A.R. 
Award  ’58;  Election  Day  Food  Sale  '58;  11th  Annual 
Hartford  Courant  Parade  of  Youth  Forum  ’58;  Mag¬ 
azine  Sale  Skit  ’58;  Magazine  Sales  Captain  '58; 
Magazine  Salesmanship  Certificate  ’58;  Photography 
Club  ’58;  Refreshment  Committee,  Magazine  Sale 
'58;  Senior  Class  Food  Sale  ’58;  Senior  Ball  Commit¬ 
tee  '58;  Class  Trip  ’58;  Evaluation  Committee  '58. 
"Ambition  has  no  rest." 


EDWARD  LAWLER  WARD 


"EDDIE" 


General  Course;  History  Club  ‘56;  Biology  Club  '57; 
Music  Club  ’58. 

"A  little  knowledge  now  and  then 
is  relished  by  the  best  of  men." 


WILLIAM  S.  WEGRZYNIAK,  JR. 
"WAYNA" 

General  Course;  Basketball  ’55,  ’56,  ’57,  '58;  Ticket 
Committee.  Sophomore  Social  '56;  Library  Club  ’57; 
Dramatic  Club  ’58;  Magazine  Sale  Certificate  Winner 
'58;  Senior  Class  Play  ’58;  Senior  Ball  Clean-up  Com¬ 
mittee  ’58;  Class  Trip  ’58. 

"The  stronjrer  always  succeeds." 


LORAINNE  MARY  WHEATON 
“LORI’* 


General  Course;  Dramatic  Club  ’56,  ’57;  Future 
Teachers  Club  58. 

“Happiness  is  si>eechle8s.“ 

ik 


ALAN  WHITE 
“AL“ 

General  Course;  Biology  Club  ’55,  '56;  Dramatic 
Club  ’57,  ’58;  Chorus  '57,  '58;  Ticket  Committee. 
Senior  Class  Play  58;  Third  Prize,  Magazine  Sale 
'58;  Class  Trip  ’58. 

“As  if  true  pride  were  not  also  humble.’* 


ROBERT  THOMAS  ZACE 


“ZACE” 

General  Course;  Basketball  '55,  ’56,  *57,  ’58;  Ticket 
Committee  '55,  ‘56;  President,  History  Club  ’56; 
Biology  Club  '57;  Senior  Food  Sale  '58;  Magazine 
Sale  Certificate  '58;  Stage  Committee,  Class  Play  '58; 
Library  Club  *58;  Class  Trip  '58;  Clean-up  Commit¬ 
tee.  Senior  Ball  '58;  Magazine  Salesmanship  Cer¬ 
tificate  '58. 

“The  man  that  laughs  must  sure  well." 


EDITORIAL 


When  the  world  learned  that  the  Russians  had  launched  Sputnik,  one  of  the 
questions  raised  was  Why  did  the  U.S.S.R.  beat  the  United  States  in  launching  a 
satellite ?”  Many  answers  to  this  question  have  been  advanced.  Chief  among  them 
was  the  statement  that  the  schools  in  the  United  States  are  not  doing  an  adequate  job 
of  educating  young  people;  that  too  many  "snap”  courses  are  being  offered  in  place 
of  the  basic  subjects:  mathematics,  science,  history,  English,  and  foreign  languages. 
As  a  result  of  this  criticism  many  schools  are  revamping  their  curricula. 

Here  in  Windsor  Locks  High  School,  we  students  can  consider  ourselves  fortunate, 
for  our  school  has  always  tried  to  maintain  high  academic  standards  while  satisfying 
the  needs  of  all  types  of  students.  Curriculum  changes  which  give  educational  advan¬ 
tages  to  all  students  are  constantly  being  made.  The  college  preparatory  curriculum 
demands  sustained  effort  in  all  of  the  basic  subjects.  Next  year  a  third  year  of  French 
will  be  offered,  and  third  and  fourth  years  of  Latin  are  planned  for  the  near  future. 

While  emphasizing  this  strong  academic  preparation,  our  school  has  also  given 
heed  to  the  students  who  will  work  in  business,  in  industry',  or  in  the  home.  The 
commercial  curriculum  affords  students  the  opportunity  to  be  thoroughly  prepared  in 
all  business  techniques.  And  several  years  ago  after  an  intense  curriculum  study  by 
administration  and  staff,  the  industrial  arts  and  homemaking  curricula  were  made 
available.  The  industrial  arts  courses  are  designed  specifically  for  those  students  who 
desire  exploratory  training  for  employment  in  industry.  Four  new  courses  in  industrial 
arts  will  be  added  next  year.  The  homemaking  courses  are  open  to  those  students 
seeking  practical  education  in  preparation  for  home  and  family  living. 

Nor  are  new  courses  the  only  means  by  which  our  school  strives  to  maintain  high 
standards.  Next  year  all  seniors  will  be  required  to  take  five  subjects.  There  will 
also  be  a  new  system  for  determining  a  student’s  eligibility  to  pass  on  to  a  higher 
grade.  The  point  system  will  be  replaced  by  a  unit  system;  each  major  subject  will 
count  one  unit;  physical  education  will  count  ]/A  of  a  unit. 

That  our  administrators  and  teachers  have  planned  wisely  is  being  evidenced  in 
competitive  testing.  More  and  more  Windsor  Locks  High  School  students  are  register¬ 
ing  high  scores  on  statewide  and  national  aptitude  and  achievement  tests.  We  students 
hope  that  changes  toward  improvement  in  educational  standards  will  continue.  We 
can  do  our  part  by  making  the  most  of  our  opportunities. 


Michael  Pleva  ’59 
Patricia  Samuelrich  59 
Sandra  Sheridan  60 


Carol  Sicbaldi  ’60 


President . . 

Vice-President 

Secretary . . 

Treasurer  . 


SENIOR  CLASS  NEWS 

. . . . . Robert  Lee 

. . . . Herbert  Staiger 

_ _ _ Frances  Lukas 

_ _ _ _ Judith  Vaitukaitis 


The  first  meeting  of  the  Senior  Class  was  held  to  elect  officers  and  to  form  com¬ 
mittees.  The  A. A.  Representatives  chosen  were:  David  Alfano,  Patricia  Root,  John 
Wallan  and  Beverly  Marcotti. 

The  Senior  Magazine  Sale  proved  highly  successful;  the  class  broke  all  previous 
records  of  sales.  Thomas  Barberie,  captain  of  the  winning  team,  sold  the  most  sub¬ 
scriptions.  The  food  sale  on  Election  Day  and  the  Senior  Class  Cake  Sale  also  added 
to  the  kitty  for  the  Washington  trip. 

In  preparation  for  the  yearbook  and  graduation,  the  photography  studio  of  G. 
Fox  &  Company  of  Hartford  was  engaged  to  take  class  pictures.  Royal  blue  and  white 
were  chosen  for  class  colors  and  also  for  caps  and  gowns. 

On  April  11,  1958,  the  Senior  Class  staged  a  three-act  comedy,  Seventeen  Is 
Terrific.  The  play  was  one  of  the  best  performances  ever  staged  at  the  high  school, 
and  the  class  would  like  to  express  their  appreciation  to  all  the  faculty  members  who 
helped  to  make  this  such  a  successful  occasion. 

From  April  21  to  April  25  forty-eight  seniors  enjoyed  the  annual  class  trip  to 
Washington,  D.  C.  The  itinerary  included  side  trips  to  Fort  McHenry,  Annapolis, 
Williamsburg,  Jamestown,  and  Mount  Vernon. 

Under  the  chairmanship  of  Charles  Sidway,  the  class  held  its  semi-formal  ball  on 
May  17,  1958,  from  7:30  p.m.  to  11:00  p.m.  This  was  the  last  class  activity  before 
graduation. 


Herbert  Staiger  ’58 


President  . . . 

Vice-President  . 

Treasurer _ _ 

Secretary  . 


JUNIOR  CLASS 

. . . . . .  Michael  Pleva 

. . . . . . . James  English 

_ _ _ _ _ _ _ Virginia  Kane 

. . . . . Phyllis  Kucharski 


JUNIOR  CLASS  NEWS 

The  first  meeting  of  the  Junior  Class  was  held  cn  September  12,  1957,  for  the 
purpose  of  electing  class  officers  and  Athletic  Association  representatives.  Harold 
Kelsey,  Robert  Alekson,  and  Celeste  Greene  were  elected  to  the  Athletic  Association. 

Through  a  vote  of  the  Junior  Class  in  October,  Patricia  Samuelrich  was  chosen  as 
Class  Editor  for  the  Herald. 

In  September  the  representative  for  the  class  rings  visited  the  school  and  juniors 
were  measured  for  their  rings,  which  arrived  in  October. 

On  March  20,  1958,  the  Junior  Class  began  its  preparations  for  the  Junior  Prom. 
The  following  chairmen  were  chosen:  General  Chairman,  Edmund  Arrighini;  Decorat¬ 
ing  Committee,  Bruce  Winters;  Ticket  Committee,  Paul  O’Donnell;  Gift  Committee, 
Phyllis  Kucharski;  Refreshment  Committee,  Gail  Root;  Orchestra  Committee,  Theodore 
Mitchell;  Advertising  Committee,  James  English;  and  Clean-up  Committee,  Stuart 
Greene. 

The  Decoration  Committee  chose  the  theme  '  Evening  in  the  Orient.”  The  prom 
was  held  on  May  10,  1958,  with  Edmund  Arrighini  as  host  and  Virginia  Kane  as 
hostess.  Music  was  supplied  by  the  Al-Tones  cf  Hartford. 

The  Junior  Class  would  like  to  thank  all  those  who  helped  to  make  the  prom  a 
success. 


Patricia  Samuelrich  59 


SOPHOMORE  CLASS 


President  . 

Vice-President 

Secretary  _ 

Treasurer  _ 


Ronald  Perry 
Robert  Stanger 

. Linda  Scheele 

Carol  Sicbaldi 


SOPHOMORE  CLASS  NEWS 

The  first  meeting  of  the  Sophomore  Class  was  held  on  September  12,  1957,  to 
elect  class  officers.  Elizabeth  Glemboski  and  Robert  Anderson  were  chosen  as  Athletic 
Association  representatives. 

At  an  election  later  in  the  month  Sandra  Sheridan  was  elected  Sophomore  Editor 
for  the  Herald. 

A  second  meeting  was  held  on  March  20,  1958,  at  which  plans  for  the  Sophomore 
Social  were  discussed.  The  following  committees  and  their  chairmen  were  named: 
Advertising  Committee,  Susan  Grady;  Clean-up  Committee,  Linda  Scheele;  Decoration 
Committee,  Ann  Marie  Barberie;  Entertainment  Committee,  Harold  Sutton;  Refresh¬ 
ment  Committee,  Elizabeth  Glemboski;  Ticket  Committee,  Ronald  Perry. 

The  Social  was  held  on  April  18,  1958,  and  it  was  both  a  social  and  a  finan¬ 
cial  success. 


Sandra  Sheridan  ’60 


FRESHMAN  CLASS 


President  . 

Richard  Meck 

Vice-President 

Gary  Bourelle 

Secretary  . . 

Dorothy  Wurster 

Treasurer  . 

FRESHMAN  CLASS  NEWS 

The  first  Freshman  Class  meeting  was  held  for  the  purpose  of  electing  class  officers. 
Also  at  this  meeting  plans  for  the  Freshman  Social  were  discussed.  Peter  Seaha  was 
chosen  Athletic  Representative  for  the  Freshman  Class. 

On  November  5  committees  for  the  Social  were  formed  on  a  voluntary  basis.  Each 
committee  had  a  special  job  to  perform  in  planning  for  the  Freshman  Social.  The 
Social  was  held  on  December  12,  1957,  in  the  Union  School  cafeteria. 

Estelle  Gerich  was  elected  Freshman  Editor  for  the  Herald. 


Estelle  Gerich  61 


CLASS  SONG 

Now  and  for  always, 

We  hold  our  thoughts  of  you. 

And  as  the  years  go  by, 

We  ll  remember  too 

The  memories  of  our  years, 

All  our  smiles  and  all  our  tears. 

Now  and  for  always, 

We’ll  cherish  these  days. 

Now  and  for  always. 

We’ll  reminisce  with  cheers 

To  see  all  we  have  gained, 

Down  through  the  years. 

Farewell  to  high  school  days, 

Friends  and  our  teachers  too. 

We  pledge  our  love  to  you. 

Windsor  Locks  High. 

The  Song  Committee 


Class  Motto:  Character  is  the  cornerstone  of  success. 


Graduation  Night  Program 


CHARACTER  A  DEFINITION 


Members  of  the  Board  of  Education,  Teachers,  Parents,  and  Friends:  On  behalf 
of  my  classmates  I  wish  to  welcome  you  to  the  commencement  exercises  of  the  Class  of 
1958.  Tonight  marks  the  completion  of  four  years  of  training  designed  to  help  us 
in  our  quest  for  success  in  later  life.  Our  individual  successes  will  be  built  upon 
character,  as  is  suggested  in  our  class  motto,  "Character  is  the  cornerstone  of  success." 
Therefore  it  becomes  necessary  at  this  time  to  try  to  explain  exactly  what  character  is. 

The  simplest  definition  is  that  character  is  the  real  you.  It  is  intangible,  yet 
omnipotent;  it  is  hidden  in  the  recesses  of  the  soul,  yet  it  is  so  extrovert  in  nature  that 
it  once  caused  a  great  philosopher  to  remark,  "What  you  are  speaks  so  loud  that  I 
can’t  hear  you."  Every  man  or  woman  makes  a  unique  impression  so  powerful  that 
it  overrides  anything  the  individual  may  try  to  do  to  hide  or  obliterate  it. 

Character  is  an  aggregate  of  qualities  distinguishing  one  person  from  another. 
Tonight  we  are  interested  in  the  more  serious  aspects  of  character  —  the  way  one  thinks, 
does  things,  believes  —  for  these  are  the  traits  of  the  individual  which  will  contribute 
most  to  his  good  functioning  or  success  in  life,  his  happiness  or  well-being,  and  his 
influence  upon  the  welfare  of  others. 

Since  no  two  individuals  are  alike,  there  can  be  no  set  pattern  for  success,  but  we 
must  rely  upon  the  qualities  inherent  in  our  character  in  order  to  achieve  our  end. 
Nowhere  are  these  necessary  qualities  more  manifest  than  in  the  person  and  character 
of  Mahatma  Ghandi.  His  persistence  was  the  chief  factor  responsible  for  the  fulfill¬ 
ment  of  his  dreams  and  ambitions;  without  his  persistence  nothing  wrould  have  been 
accomplished.  His  great  personal  integrity  won  thousands  to  his  cause.  He  wras  the 
shining  star  the  people  of  India  followed  to  their  liberty.  His  ascetic  self-sacrifice 
would  have  been  the  ultimate  cause  of  his  death  had  not  an  assassin’s  bullet  cut  short 
his  illustrious  career.  He  subordinated  his  selfish  desires  in  order  to  stay  with  his  work, 
which  was  always  most  important  to  him.  Consistency  like  Ghandi’s  is  the  key  quality 
of  character,  for  it  strengthens  and  tempers  the  more  tender  traits  —  such  as  the 
capacity  for  love  or  generosity  or  good  feeling  for  others  —  without  which  there  can 
be  no  hope  of  true  success. 

In  closing  I  wish  to  thank  the  teachers  and  administrators  who,  throughout  the 
past  four  years,  have  acted  the  part  of  masons,  helping  to  lay  the  cornerstones  of  our 
success  by  aiding  in  the  development  and  strengthening  of  our  characters. 


Joseph  William  Kelly,  Jr. 


ATTAINING  CHARACTER 


Attaining  character  is  a  slow  deliberate  process.  The  building  of  character  begins 
in  the  home.  Character  education  in  the  home  is  likely  to  have  a  lasting  effect,  for 
children  usually  take  on  the  character,  good  or  bad,  of  the  adults  with  whom  they  live. 
Children  usually  learn  to  be  truthful,  helpful,  and  kind  in  a  home  where  older  persons 
have  these  qualities.  In  a  good  home  a  child  has  the  opportunity  to  come  to  love  and 
respect  himself,  out  of  which  grows  his  capacity  to  love  and  respect  others. 

As  the  child  grows  older,  he  is  influenced  by  religious  practices  which  expand  the 
original  role  of  the  home.  It  is  his  religion  that  arouses  his  reverence,  love,  and 
gratitude.  His  will  to  serve  and  obey  is  strengthened.  Only  man  is  capable  of  religion. 

Much  character  education  is  picked  up  by  association.  We  learn  character  as  we 
learn  our  language  —  by  living  and  associating  with  other  persons.  Furthermore,  we 
learn  by  observing  others,  by  doing  things  for  ourselves,  and  by  receiving  criticism. 

One  of  the  principal  end-products  of  our  modern  educational  system  is  character 
formation.  When  a  youngster  enters  school,  he  is  exposed  to  varied  influences  which 
will  mold  his  development.  His  principles  of  conduct  and  ideals  may  change  or  become 
more  firmly  established.  He  begins  to  show  a  certain  pattern  in  his  actions  which 
makes  it  possible  to  predict  what  he  will  do  under  given  circumstances.  As  he  progresses 
in  school,  he  can  participate  in  sports,  clubs,  and  other  group  activities.  By  taking 
part  in  these  activities  he  becomes  a  more  flexible  person.  His  ability  to  compromise 
and  his  capacity  to  take  things  as  they  come  are  further  advanced.  Through  varsity 
sports  he  learns  to  work  with  others  as  a  team.  He  learns  to  be  a  good  winner  as  well 
as  a  good  loser;  he  can  become  a  true  sportsman. 

A  student  will  also  be  influenced  by  his  teachers.  Their  influence  in  turn  can  be 
amplified  through  literary  and  other  learning  media.  The  student  can  read  books 
about  other  people  in  the  distant  corners  of  the  world  and  become  acquainted  with 
their  seemingly  peculiar  customs  and  ideals.  He  begins  to  formulate  opinions  and 
stick  by  them. 

As  he  matures  the  individual  is  allowed  to  participate  in  community  projects.  In 
some  of  the  greater  populated  areas  in  this  country,  student  governments  are  instituted. 
In  this  way  more  young  people  can  become  better  acquainted  with  the  functions  of 
local  government.  These  young  people  become  aware  of  the  honesty,  sincerity,  and 
integrity  needed  in  politics.  The  youth  of  today  must  be  well  educated  especially  in 
the  field  of  political  science,  for  they  are  to  be  the  leaders  of  this  nation  in  the  future. 

It  is  never  too  late  to  build  character.  Although  building  character  is  a  long, 
continuous  process,  it  can  be  achieved  through  perseverance.  There  are  certain  anti¬ 
social  elements  in  society  which  tempt  one  to  veer  from  his  goal.  A  stalwart  character 
can  withstand  temptation.  Character  is  a  driving  force;  intelligence  guides  it  to  its 
destination;  together  they  sum  up  the  human  spirit  and  are  inseparable. 


Judith  Vaitukaitis  58 


A  WORD  TO  FUTURE  GRADUATES 


When  deciding  on  their  future  plans,  most  students  will  ask  themselves  "What 
can  the  world  do  for  me?"  Let  us  turn  this  question  around  and  ask  "What  can  I  do 
for  the  world?"  This  is  a  more  intelligent  outlook,  for  the  world  will  do  very  little 
for  the  individual  who  refuses  to  work.  Benjamin  Franklin  once  made  a  statement 
which  parallels  this  thought:  "Be  studious  in  your  profession  and  you  will  be  learned; 
be  industrious  and  frugal  and  you  will  be  rich;  be  sober  and  temperate  and  you  will 
be  happy.  At  least  you  will,  by  such  conduct,  stand  the  best  chance  for  such  con¬ 
sequences."  In  order  to  understand  this  saying,  it  is  necessary  to  examine  each  part 
individually. 

"Be  studious  in  your  profession  and  you  will  be  learned."  To  make  a  good  start 
in  high  school,  choose  your  courses  wisely.  The  easiest  courses  are  not  always  the 
most  suitable.  You  probably  have  certain  talents  and  interests  of  your  own.  Choose 
subjects  which  will  help  you  develop  these  talents  and  interests.  If  you  are  planning 
on  a  college  program,  follow  the  academic  course.  This  is  undoubtedly  the  hardest, 
but  the  rewards  are  most  worthwhile.  There  are  few  shortcuts  to  success.  You  must 
work  and  work  hard.  If  you  follow  this  advice,  you  will  find  your  courses  much  easier 
and  definitely  more  profitable.  If  you  aren’t  sure  whether  you  can  tackle  an  academic 
course,  give  it  a  try.  Don’t  wait  until  your  senior  year  to  decide  that  you  want  to  go 
to  college.  It  takes  four  solid  years  of  organization  and  study  to  prepare  yourself  for 
a  college  program. 

"Be  industrious  and  frugal  and  you  will  be  rich."  In  high  school  frugality  refers 
more  to  time  than  to  money.  Plan  your  time  wisely.  A  minute  is  like  a  flame.  It 
can  be  of  great  benefit  when  taken  advantage  of,  but  once  it  is  gone,  it  is  gone  forever. 
In  high  school,  especially,  it  is  necessary  to  use  time  to  its  greatest  advantage.  A  great 
deal  of  time  must  be  spent  for  studying  purposes.  However,  it  is  important  to  set 
aside  a  certain  part  of  the  day  for  other  activities.  The  ability  to  plan  your  time  wisely 
is  indeed  a  valuable  asset.  By  following  this  plan,  you  will  certainly  be  rich. 

As  far  as  being  industrious  is  concerned,  do  not  be  satisfied  with  anything  less 
than  your  best.  It  never  hurts  to  do  a  little  extra  work,  even  if  it  means  remaining 
after  school  awhile.  By  doing  today’s  work  today,  you  will  have  tomorrow  free  to 
explore  new  fields. 

"Be  sober  and  temperate  and  you  will  be  happy."  No  one  looks  up  to  the  indi¬ 
vidual  who  holds  grudges  against  others.  Think  of  the  many  compromises  you  have 
studied  in  history  that  have  been  the  result  of  intelligent  consideration  and  discussion. 
What  kind  of  country  would  the  United  States  be  today  if  we  continually  refused  to 
accept  the  ideas  of  other  countries?  The  inability  to  collaborate  peacefully  has  resulted 
in  many  unnecessary  wars,  not  only  in  the  United  States,  but  in  other  countries  as  well. 
Wars  have  caused  the  loss  of  lives,  of  money,  and  of  friends  and  loved  ones.  Feuds 
between  individuals  are  wars  on  a  smaller  scale.  They,  too,  cause  unhappiness  and 
oftentimes  the  loss  of  friends;  and  the  individual  without  friends  is  undoubtedly  an 
unhappy  person. 

Benjamin  Franklin  concluded  this  wise  saying  with  "At  least  you  will,  by  such 
conduct,  stand  the  best  chance  for  such  consequences."  No  one  knows  for  certain 
what  the  future  holds  in  store,  but  the  person  who  decides  what  his  course  is  to  be 
and  proceeds  toward  his  goal  wisely,  will  have  the  best  opportunity  for  happiness. 
Good  luck  to  all  of  you. 


Marie  Ann  Mannella 


CHARACTER  IN  OUR  FUTURE 


Tonight  we  the  Senior  Class  are  leaving  high  school  to  follow  our  many  separate 
paths  in  life.  Each  of  us  will  strive  for  success.  Character  will  be  a  determinant  in 
our  potential  for  success.  Having  already  drawn  the  blue  print  in  home,  church,  and 
school,  we  now  must  further  the  building  of  our  characters  through  our  careers  or 
vocations. 

Many  of  us  will  enter  college  or  seek  training  in  other  specialized  fields.  We  will 
be  trained  in  concentration  and  in  the  ability  to  apply  our  minds  to  occupations  which 
require  much  learning.  In  our  training  we  will  acquire  skills  and  develop  the  capacity 
for  leadership.  We  will  have  to  devote  ourselves  to  our  studies  and  desire  to  learn 
all  that  we  can. 

Others  of  our  class  will  enter  the  armed  forces.  Here  they  will  receive  training 
in  discipline  and  in  close  living  with  many  other  people.  They  will  have  the  oppor¬ 
tunity  to  gain  the  ability  to  carry  out  orders  of  many  types. 

Still  others  will  follow  vocations  and  establish  homes.  They  will  face  responsibil¬ 
ities  requiring  macurity.  Through  steadfastness  in  their  work,  taking  part  in  com¬ 
munity  affairs,  and  raising  their  families,  they  can  acquire  the  type  of  character  needed 
in  our  country. 

In  all  of  these  fields  our  growth  toward  maturity  will  depend  upon  the  wealth  of 
relationship  with  others.  In  our  contacts  with  other  people  we  will  learn  sportsman¬ 
ship  and  patience.  In  a  world  full  of  many  types  we  will  become  appreciative  of  the 
strong  and  tolerant  of  the  weak. 

There  are  other  ways  we  will  acquire  good  character.  Through  our  churches  we 
will  continue  to  grow  in  faith  and  moral  strength.  In  participating  in  the  activities 
of  our  communities  we  will  acquire  pride  and  a  feeling  for  our  civic  duty.  Through 
reading  newspapers  and  books  dealing  with  government  and  current  events,  we  will 
enlarge  our  understanding  of  the  world  and  thus  of  our  own  country. 

Only  through  trial  and  error  will  we  find  our  places  in  the  world.  Through 
perseverance  and  steadfastness  we  will  attain  the  success  we  deserve.  Our  class  motto, 
'Character  is  the  cornerstone  of  success,”  is  a  good  one.  All  of  us  should  remember 
it  and  strive  to  improve  our  characters  so  that  we  may  become  honored  and  respected 
citizens. 


Margaret  Elizabeth  Eagan 


Faces  and  Places 


LIKES 


DISLIKES 


AMBITIONS 


Elaine  Agey _ Chevy  convertible - jealous  people 

Eleanor  Alberici - ocelots . . . waking  up - 

David  Alfano - racing - cops - 

Johanna  Babiarz . . Billy’s  mother  s  cooking  ants  - 

Thomas  Barberie _ a  lot  of  things  — . - some  things 

John  Broderick . 

James  Buckley - 


-girls  -  — 

—working — 
. hazel  eyes... 


Roger 

to  live  in  a  penthouse 
to  have  money 
to  graduate  from  Bates 
...collegiate 
...lots  of  rest 


work 

sitting  still _ _ _ to  own  my  ow  n  gas  station 

U.S.  Air  Force _ _ to  stay  happy 

quiet _ _ to  be  footloose  &  fancy  free 

_ Georgetown 


Francine  Carlson 
Virginia  Catalina - fun 

James  Connell - - Red  Sox. . — . - . . gambling. 

Edward  Courtney _ school _ homework- . . to  be  restaurant  owner 

Alice  DuBois . - . . Texas . . . . selfishness.. . .  modeling 

Margaret  Eagan _ people _ boredom - a  foreign  correspondent 

Thomas  English . . vacations - school - - - President 

Joyce  Fetko . . *  black  &  white  Mercury  being  hungry - travelling 

Barbara  Fillips _ sleep _ interruptions.  - to  own  a  Cadillac 

Judy  Gallerani _ fun - work- - - to  be  a  secretary 

Dorothy  Gherlone _ Teddy - showoffs... 


school 


Joan  Glemboski - Jimmy - - 

Marlene  Greene- — independence . . wise  guys.— 

Nancy  Keegan - Cliff - arguments . 

Joseph  Kelly _ money - homework 


Patricia  Kennedy... 

Rose  Krupka . — 

Carolyn  Kulas - 

Anthony  LaRussa_ 
Ramon  Lecours.— 
Robert  Lee - 


_fun . . . . — school. 

..college  fraternity  parties...  snobs... 


who  knows! 

...to  be  I.B.M.  Operator 

..work 

..nursing 

..  to  be  first  on  the  moon 
marriage 

to  be  X-ray  technician 
joint  bank  account 


Frances  Lukas  ....... 

Marie  Mannella.. 


—cheeseburgers. . . slow  drivers 

...kittens  silliness 


-.happiness . . . loneliness- . . 

-Kathy _ substitute  teachers . salesmanship 

-chocolate  ice  cream _ sweet  potatoes . . commercial  art 

-clothes _ movie  cameras - - -teaching 

_ staying  out  of  accidents 

_ to  travel 

Barbara  Mannello _ to  watch  others  argue . braggarts . . . . to  be  a  secretary 

Pierette  Manseau _ curly  black  hair . - . — school — - happiness 

Beverly  Marcotti _ shortstops . - . . Monday  mornings -  Ass:,  janitor 

Jacqueline  Marinak - cars . . . — baseball - to  be  a  secretary 

Raymond  Masera _ girls . . . work - college 

Joan  Norris _ television — . — . — school ._  ~  to  be  a  secretary 

Mary  Paluck _ Nelson - - - conceited  people - teaching 

Nelson  Parmelee - vacations—.  ~  English - - - college 

..suntans _ to  be  serious - own  a  Coca  Cola  factory 


Rae  Piaggi - 

Barbara  Pinatti... 
Todd  Pohorylo- 
Mary  Quinn.. 
LeRoy  Renkert 

Janet  Ridel - 

Patricia  Root — 


_pink  Pontiacs - 

-boats - - — 


routine.. 
.work _ 


. to  do  something  different 

_ engineering 


crewcuts... 


-card  games.. 
-Bobby - 


Michelene  Scheele- 
Florence  Seaha . — 


_  Wuzzy 
_No.  5- 


-convertibles... 


Charles  Sidway - .sports - 

Pamela  Sienicki . . laughter - 

Herbert  Staiger _ friendliness- 

Bruce  Therian . . skin  diving 

David  Tillotson _ music - 

Douglas  UnderhilL 
Henry  UrbanoskL 


_ slowness _ success 

_ nothing _ engineering 

_. .slowr  drivers _ have  a  ball 

_ to  get  up  in  the  morning  to  be  a  receptionist 

_ housework - ? 

_ Freshmen _ commercial  artist 

—trains _ college 

_ old  jokes _ boss  of  a  cafeteria 

_ people  who  brag - engineering 

_ sacks _ to  be  a  pilot 

_ ties _ cadet 


-skiing 

-travel . 

Judith  Vaitukaitis - sports- 


-dancing... 


-jazz. . 


John  Wallan _ 

Edward  Ward - 

William  Wegrzyniak — freedom 
Lorainne  Wheaton — — skating. 

Alan  White _ 

Robert  Zace - - 


-.French  II _ _ mineralogy 

—school _ to  be  a  Colonel,  U.S.  Army 

_ P.E.  dance  classes - college 

_ principal  of  W.L.H.S. 


-.slow  cars . 

monkeys . 

-.company _ 


..college 

..business  school 


_ grouches- - - col  lege 

.girls _ homework _ to  succeed 

.to  tease  the  Sir _ 3rd  period  study - business 


WHO  S  WHO 


Jackie  Marinak  .. . . 

Peggy  Eagan - 


Quietest . 

Personality  Plus 


Barbara  Pinatti . Class  Dramatists . 

Pete  Manseau - Most  Mischievous. 

Marlene  Greene . Most  Serious . 

Rae  Piaggi - - Least  Serious . 


Mary  Ann  Paluck . Most  in  Love . . 

Pat  Kennedy - - Most  Humorous . 

Johanna  Babiarz . . . Most  Cooperative . 

Michelene  Scheele . Most  Argumentative.. 

Jack  Broderick . — . Class  Card  Sharks . 

Carolyn  Kulas . Class  Salesmen . 

Barbara  Fillips _ _ Best  Dressed . . 


Mary  Quinn . . . . . Most  Happy -go- Lucky . . . 

Barbara  Mannello . . Class  Optimists _ _ 

Joyce  Fetko . . . . . Most  Athletic _ _ _ 

Judy  Vaitukaitis . . . . Most  Ambitious . . 

Eleanor  Alberici . . . . . Nicest  Eyes . . . 

Elaine  Agey . . . Easiest  to  Get  Along  With.... 

Marie  Mannella. . . -Class  Dreamers _ _ 

Janet  Ridel . . . Hot  Rods . . 

Rose  Krupka . . . ~ . Class  Clowns _ _ 

Beverly  Marcotti . . . . Class  Steadies _ _ 

Lorraine  Wheaton _ Most  BashfuL . 

Virginia  Catalina . - . Class  Flirts _ 

Pam  Sienicki . Most  Cheerful _ 

Frances  Lukas. . . . Class  Leaders . 

Judy  Gallerani - - Class  Pessimists _ _ _ 

Pat  Root . . . . Class  Instigators _ _ 

Florence  Seaha . . Class  Bopsters _ 

Nancy  Keegan . Most  Temperamental . 


- - Joan  Norris 

- Tom  Barberie 

- Alice  Dubois 

- Johnny  Wallan 

- Tommy  English 

. — Bob  Zace 

- Nelson  Parmelee 

. . Dave  Tillotson 

. Doug  Underhill 

- Francine  Carlson 

. LeRoy  Renkert 

. . Alan  White 

- - Buddy  Staiger 

. Donald  Browning 

. —  Dorothy  Gherlone 

. Bill  Wegrzyniak 

_ Joe  Kelly 

- David  Alfano 

. Ray  Lecours 

- Jimmy  Buckley 

- Tony  LaRussa 

. . Bo  Bo  Courtney 

. . Charles  Sidway 

- Henry  Urbanoski 

. . Bruce  Therian 

. Jimmy  Connell 

. Bob  Lee 

- Todd  Pohorylo 

- Ray  Masera 

. . . Ed  Ward 

- Joan  Glemboski 


SCHOOL  NEWS 


In  September  of  1957  there  was  a  continuous  mingling  of  voices  as  128  freshmen, 
118  Sophomores,  54  juniors  and  61  seniors  entered  the  high  school  building.  Along 
with  this  increased  enrollment  came  six  new  teachers  —  Mr.  Walter  Bradley,  music; 
Mr.  James  Hanley,  science;  Mr.  Edward  Muska,  typing  and  civics;  Mr.  William  Price, 
mathematics;  and  Mr.  Clifford  Randall  and  Mr.  Paul  Thibodeau,  industrial  arts.  Mr. 
Brown  moved  to  the  post  of  Guidance  Director. 

Througl'.out  the  year  students  and  faculty  entered  into  varied  activities.  On 
November  1 3  teachers  and  members  of  the  Student  Council  were  on  hand  to  meet 
the  public  as  they  came  to  the  annual  Open  House.  On  January  14  and  15  the  State 
Board  of  Education  conducted  an  evaluation  of  the  entire  school.  The  administration, 
students  and  faculty  had  spent  much  time  preparing  for  this  event,  and  the  two  days 
were  filled  with  numerous  organized  activities. 

The  School  Science  Fair,  sponsored  by  the  Windsor  Locks  Teachers  Association, 
was  well  supported  by  the  student  body.  Although  the  judges  found  it  difficult  to 
name  only  three  winners  in  each  division,  junior  and  senior,  they  finally  awarded  first 
prize  in  the  Senior  Division  to  Joseph  Kelly;  second,  to  Douglas  Underhill;  and  third, 
to  Elizabeth  Glemboski  and  Carol  Sicbaldi.  In  the  Junior  Division  first  honors  went 
to  Donald  and  Fred  McLeod ;  second,  to  Edward  Reardon ;  and  third,  to  Carl  Richards 
and  John  Kierukystys. 

To  raise  money  for  the  Parent  Teachers  Association  Scholarship  Fund,  the  faculty 
staged  a  basketball  game  with  the  high  school  varsity.  After  several  hours  of  practice, 
the  faculty  was  raring  to  go.  The  night  of  the  game  they  were  ahead  until  the  last 
quarter,  and  then  they  lost  by  a  small  margin.  Also  to  obtain  money,  the  faculty  put 
on  the  play  You  Cant  Take  It  With  You ,  a  very  successful  endeavor. 

On  May  9  the  annual  Career  Day  schedule  included;  Mr.  Francis  Gardiner  F. 
Budge,  Director  of  Admission,  Trinity  College —  "Preparation  for  College”;  Mr. 
Murray  J.  Carter,  Student  Counsellor,  Hartford  Regional  Technical  School  —  "Skilled 
Occupations  Requiring  Technical  School  Preparations”;  Mr.  George  C.  Craig  —  "Com¬ 
mercial  Opportunities  Requiring  Business  College  Preparation”;  Mr.  Osborne  Laws, 
Travelers  Insurance  —  "Commercial  Opportunities  after  Graduation  from  High  School”; 
Mr.  Joseph  S.  Tripp,  Pratt  and  Whitney  Aircraft — "Employment  in  Local  Industry”; 
and  Mr.  W.  Buckingham,  Sage-Alien  Company  —  "Employment  as  a  Retail  Sales¬ 
person.”  After  the  lectures,  refreshments  were  served  in  the  cafeteria  where  the 
students  had  the  opportunity  to  talk  informally  with  these  speakers. 

During  the  course  of  the  school  year  the  students  were  entertained  at  various 
assemblies.  These  assemblies  included:  two  films,  A  Bell  for  Adano  and  It  Happens 
Every  Spring;  the  American  Pantomimist,  Harry  Barton;  the  Music  Department’s 
Christmas  Sing  and  Music  Festival;  a  one-act  play  by  the  Wilohi  Dramatic  Club; 
"Immortal  Characters  of  Literature,”  presented  by  Hedley  Hepworth;  and,  to  complete 
an  entertaining  and  educational  series,  the  Senior  Assembly. 
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HERALD  BOARD 
Advisor — Mrs.  Sherman 


NATIONAL  HONOR  SOCIETY 
Advisors — Miss  Leary,  Mrs.  Oates 


STUDENT  COUNCIL 
Advisors — Mr.  Brown,  Mrs.  Krips 


ATHLETIC  ASSOCIATION 
Advisor— Mr.  A.  Shapiro 


PHOTOGRAPHY  CLUB 

President — Douglas  Underhill 
Vice-President — James  Connell 
Secretary — Dorothy  Gherlone 
Treasurer — Donald  Browning 
Advisors — Mr.  Muska,  Mr.  Randall,  Mr.  A.  Shapiro 


WILOHI  DRAMATIC  CLUB 

President — Pat  Samuelrich 
Vice-President — Alice  DuBois 
Secretary — Judith  Agnoli 
Treasurer — Carol  Dezolt 

Advisors — Mrs.  Carlson,  Mr.  Price,  Mr.  Thibodeau 


WILOHI  CLUB 

Editor — Phyllis  Kucharski 
Assistant  Editor — Mary  Alice  Stute 
Treasurer — Anita  Favata 
Advisors — Mr.  Corcoran,  Mrs.  Sherman 


LIBRARY  COMMITTEEE 
Advisor — Mrs.  Sherman 


AUDIO-VISUAL  AIDS  CLUB 

Student  Director — Joseph  Kelly 
Dispatcher — Marilyn  Hanley 
Crew  Chief — George  Cole 
Eq.  Distribution — Peter  Fan- 
Advisor — Mr.  Antonucci 


BIOLOGY  CLUB 

President — Orin  Fisher 
Vice-President — Raymond  Hayward 
Secretary — Richard  Miner 
Treasurer — Robert  Corriveau 
Advisor — Mr.  Luke 


BUSINESS  EDUCATION  CLUB 

President — Eleanor  Alberici 
Vice-President — Barbara  Fillips 
Secretary — Michelene  Scheele 
Treasurer — Michelene  Scheele 
Advisor — Mrs.  Fitzgerald 


LIBRARY  CLUB 

President — Elaine  Agey 
Vice-President — Barbara  Downes 
Advisor — Mrs.  Sherman 


HIGH  SCHOOL  BAND 

Student  Conductor — Paul  O’Donnell 
Conductor — Mr.  Bradley 


MUSIC  CLUB 

President — David  Tillotson 
Vice-President — Edward  Ward 
Secretary — Estelle  Gerich 
Advisor — Mr.  Bradley 


HIGH  SCHOOL  CHORUS 
Director — Mr.  Bradley 


HOMEMAKING  CLUB 

President — Rae  Draghi 
Vice-President — Margaret  Dragli  i 
Secretary — Gloria  Babin  rz 
Treasurer — JoAnn  Toper 
Advisor — Miss  Christensen 


FUTURE  TEACHERS  CLUB 

President — Paul  O’Donnell 
Vice-President — Mary  Ann  Paluck 
Secretary — Mary  Ellen  Flanagan 
Treasurer — Judith  Murkowicz 
Advisor — Mr.  Hanley 


i 


LANGUAGE  CLUB 

President — Michael  Pleva 
Vice-President — Robert  Vaitukaitis 
Secretary — Patricia  Flynt 
T reasurer — J ean  H u n  ter 
Advisor — Mrs.  Krips 


LITERARY  CLUB 

President — Barbara  Rittlinger 
Secretary — Marilyn  Quagliaroli 
Advisor — Miss  Smith 


THE  RAIDERS 


AT  THE  HOOP 

Coach  A1  Shapiro  called  his  first  practice  in  October.  To  the  starters  of  last  year, 
Charles  Sidway  and  Bill  Wegrzyniak,  he  added  Ed  Courtney,  Herbert  Staiger,  and 
Tony  LaRussa.  Backed  by  Bob  Zace,  Bill  Cole,  Ed  Arrighini,  Bob  Vaitukaitis,  Peter 
Lingua,  and  Donny  Poulin,  they  went  into  the  eighteen-game  season. 

The  loss  of  the  second  game  to  a  tall  Granby  team  only  seemed  to  fire  up  the  team 
as  they  went  on  to  win  the  rest  of  the  games  in  the  first  half  of  the  season.  They 
continued  the  winning  streak  as  they  went  into  the  second  half. 

The  return  game  with  Granby  was  much  waited  for.  By  using  a  full  court  press 
through  most  of  the  game,  the  Raiders  were  able  to  come  out  as  the  victors.  They 
played  the  rest  of  the  half  without  a  loss.  This  finished  the  regular  season  and  gave 
the  Raiders  a  record  of  37  straight  wins  in  league  play.  Windsor  Locks  again  won 
the  Central  Valley  C  title  as  in  the  last  4  years. 

The  team  entered  the  tournament  again  this  year,  hoping  to  take  the  Connecticut 
Championship;  but  even  though  the  first  two  games  were  won  with  little  difficulty,  a 
strong  Woodbury  team  was  able  to  go  ahead  in  overtime  and  win  in  the  semi-finals. 

But  the  Varsity  snapped  back  to  win  against  the  faculty  in  a  game  to  raise  money 
for  the  scholarship  fund,  and  the  year  ended  on  a  victorious  note. 


ON  THE  DIAMOND 


In  April,  Coach  Shapiro  assisted  by  Mr.  O’Brien,  called  tryouts  for  the  baseball 
team.  Their  selection  of  Ken  Baldwin,  Dick  Meek,  Jim  McKenna,  Richard  Cole,  Peter 
Lingua,  Donny  Poulin,  Tommy  Stewart,  Bob  Vaitukaitis,  Ray  Carlson,  Ed  Arrighini, 
Charles  Sidway,  Buddy  Staiger,  and  Jackie  Broderick  made  up  the  team. 

Although  practice  went  well  the  luck  did  not  hold  out.  Following  the  first  game, 
the  weather  took  a  turn  for  the  worse  as  the  rain  stopped  all  play  for  over  a  week. 
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Au.to-Cj,n.afUi‘i 


Best  Wishes  for  your  Future 


First  National  Bank  of  Windsor  Locks 


Members  of  Federal  Reserve  System 
Members  of  Federal  Deposit  Insurance  Corporation 


“Your  Bank” 


Compliments  of 


PARK  CHEVROLET  COMPANY 

SALES  and  SERVICE 


6  North  Main  Street 


Windsor  Locks 


NEW  AND  USED  CARS  AND  TRUCKS 


Body  Repairs  and  Painting  on  All  Makes  of  Cars 


Compliments  of 


SWEDE’S  JEWELERS 


154  Main  Street 

WINDSOR  LOCKS  THOMPSONVILLE  AGAWAM 


Compliments  of 

WINDSOR  LOCKS  RADIO  COMPANY 

Car  Radio  Repairing  A  Specialty 
RADIO  AND  TELEVISION  REPAIRING 

Next  to  the  new  Post  Office  Tel.  NA  3-3551 


Compliments  of 


IGNAZIO’S  GREENHOUSES 

Distinct  Floral  Designs 
Wedding  Bouquets  -  Funeral  Designs  -  Cut  Flowers  -  Corsages 

95  Su (field  Street  Tel.  NA  3-4296  Windsor  Locks 


Compliments  of 


A  FRIEND 


Compliments  of 


THE  VILLA  ROSE 

Catering  to  Banquets  —  “Showers”  —  Parties 
Special  Business  Luncheons  Daily  Italian-American  Foods 

Dancing  Friday  and  Saturday  —  Floor  Show  on  Saturday 

BOWLING  ALLEYS 

West  Spring  Street  Windsor  Locks 


Compliments  of 

GABB  SPECIAL  PRODUCTS  DIV.  INC. 


Windsor  Locks 


Compliments  of 


THE  JOURNAL  PRINTING  CORPN. 

“Printers  Since  1880“ 


11  Spring  Street 


Windsor  Locks 


Tel.  NA  3-4646 


THE  HERALD  IS  A  PRODUCT  OF  OUR  PLANT 


Compliments  of 


THE  SENIOR  CLASS 


Compliments  of 


THE  JUNIOR  CLASS 


Compliments  of 


THE  SOPHOMORE  CLASS 


Compliments  of 


THE  FRESHMAN  CLASS 


Compliments  of 


CARROLL’S  PHARMACY 

James  P.  Carroll,  Proprietor 


18  Suflield  St. 

Windsor  Locks 

Compliments  of 

D.  F.  LaRUSSA 

Next  to  Ashmere  Inn 

20  Main  St. 

Windsor  Locks 

Compliments  of 

CHARLES  D.  COLTON  &  SON 

GENERAL  INSURANCE 

156  Main  Street 

NAtional  3-3087 

Windsor  Locks 

Compliments  of 

DALEY’S  FLORIST 

FLOWERS  AND  GIFTS  FOR  ALL  OCCASION'S 
Deliveries  Made  to  all  Surrounding  Towns 
We  Telegraph  Flowers 


Compliments  of 


THOMAS  W.  JOHNSON 

FUNERAL  DIRECTOR 


105  Oak  Street 


Windsor  Locks 


Tel.  NAtional  3-7753 


Compliments  of 


DR.  DAVID  L.  YOUNG 


Compliments  of 


THE 

MONTGOMERY 

COMPANY 


Established  1871 


Windsor  Locks,  Connecticut 


Compliments  of 


DONUT  KETTLE 


Compliments  of 

DR.  WILLIAM  N.  KING 


Compliments  of 

X  -  CLEANERS 

Compliments  of 

“The  Clothes  You  Wear, 

We  Handle  With  Care” 

TIPTOP  CLEANERS 

Angelo  Alfano 

FUR  STORAGE 

SHIRTS  LAUNDERED 

5  Spring  St.  Windsor  Locks 

Tel.  NA  3-3417 

Tel.  NAtional  3-3089 

99  Elm  Street  Windsor  Locks 

Compliments  of 

Compliments  of 

OAK  ST.  MARKET 

A  New  England  Store 

WINDSOR  LOCKS 

BEAUTY  SHOP 

Choice  Grade  Meats  and  Provisions 

9  Oak  St.  Windsor  Locks 

146  Main  St.  Windsor  Locks 

Tel.  NA  3-5052 

Tel.  NA  3-3294 

Compliments  of 

Compliments  of 

JOHNNIE’S  STORE 

A  FRIEND 

Chestnut  St.  Windsor  Locks 

Compliments  of 

Compliments  of 

PINE  MEADOW 

DR.  LUDWIN 

69  South  Main  St.  Windsor  Locks 

Tel.  NA  3-3435 

Church  St.  Windsor  Locks 

LOGAN  BROTHERS 

PLUMBING,  HEATING  AND  APPLIANCES 

★ 


NORTH  STREET 


WINDSOR  LOCKS 


—  Tel.  NA  3-4776  — 

★ 


WE  SELL  —  WE  INSTALL  —  WE  SERVICE 


Compliments  of 

A.  KAMINS 

DEPARTMENT  STORE 


158  Main  St.  Windsor  Locks 


Compliments  of 

BILL  AND  NICK’S 
SERVICE  CENTER 
Mobilubrication 

Tires  Tubes  Batteries 

Tires  Changed  by 
Henderson  Tire  Changer 

250  Main  St.  Tel.  NA  3-7500 

Nick  Ruggiero  Bill  Smith 


Compliments  of 


CONNOLLY  BROTHERS  GARAGE 


South  Main  Street 


Windsor  Locks 


Tel.  NA  3-7491 


Compliments  of 


THE  GEORGE  P.  CLARK  CO. 

TRUCKS  AND  CASTERS 


Compliments  of 


MARSH  MOTORCYCLE  CO. 


Indian  and  Columbia  Bicycles  —  Parts  and  Supplies 


Bridge  Street  ::  Warehouse  Point 


Compliments  of 


Compliments  of 


JAMES  R.  BRETT 

Insurance  and  Real  Estate 


AIRPORT 


FIRST  NATIONAL  BANK  BLDG. 
Tel.  NA  3-3756  -  Windsor  Locks 


PACKAGE  STORE 


Compliments  of 


MODERN  DRUG  COMPANY 

WALGREEN  AGENCY 


142  Main  Street 


Tel.  NA  3-3123 


Compliments  of 


GEISSLER’S  SUPER  MARKET,  INC. 

HOME  OF  FINE  FOODS 


Corner  of  Main  and  Bridge  Streets  Warehouse  Point,  Connecticut 


Compliments  of 


POINT  MACHINE  COMPANY 


South  Main  Street 


Warehouse  Point,  Conn. 


Compliments  of 


MARCONI’S 


COMPLETE  LUNCHEONETTE  SERVICE 


QUALITY  SODAS 
CANDIES 

MAGAZINES 


MILK  SHAKES 
PATENT  MEDICINES 
NEWSPAPERS 


130  Main  Street 


Windsor  Locks 


Compliments  of 


THE  WINDSOR  LOCKS  LUMBER  CO. 

Lumberjack  Stores  Incorporated 


^ 


36  Sufficld  Street  —  WINDSOR  LOCKS,  CONN.  —  Tel.  NA  3-3321 
630  Enfield  Street  —  THOMPSONVILLE,  CONN.  —  Tel.  RI  5-333K 
229  Broad  Street  —  WINDSOR.  CONN.  —  Tel.  MU  8-3603 


^  ^ 


“FIRST  IN  QUALITY”  —  FAIREST  IN  PRICES” 

“Fastest  in  Service 


y  > 


Compliments  of 

Compliments  of 

MACULUSO’S  MARKET 

EDWARD’S 

BEAUTY  SALON 

Turnpike  Road  Windsor  Locks 

2  Spring  St.  Windsor  Locks 

Tel.  NA  3-7085 

Compliments  of 

Compliments  of 

RIALTO  THEATRE 

LA  JOIE 

Jewelry  and  Greeting  Cards 

Main  St.  Windsor  Locks 

Windsor  Locks 

Compliments  of 

BUD’S  ESSO 

SERVICE  CENTER 

Compliments  of 

One  Stop  Service 

Auto  Accessories 

Main  St.  Winsor  Locks 

Tel.  NA  3-7451 

James  N.  Hendsey,  Proprietor 

WALTER  G.  BURKE 

Compliments  of 

PHILIP  D.  GREENE  CO. 

FINE  UPHOLSTERY 


65  North  Main  Street 


Compliments  of 

COMPLIMENTS  OF 

Henry  McMahon 

MAC’S  PACKAGE  STORE 

A  FRIEND 

Compliments  of 

Compliments  of 

ANTHONY  C.  WARD 

B.  F.  LEADER 

Compliments  of 

Compliments  of 

BERT’S 

BIANCHFS  SHOE  STORE 

NEW  ENGLAND  MARKET 

MEATS  and  GROCERIES 

Shoes  for  the  Whole  Family 

23  North  St.  Windsor  Locks 

Compliments  of 

TONY’S  SODA  SHOPPE 

The  Store  of  Tomorrow 

Hallmark  Cards  -  Patent  Medicines  -  Page  &  Shaw  Chocolates  -  Novelties 
184  Main  Street  —  Windsor  Locks 


Compliments  of 


Compliments  of 


LEARY’S 


CHARLAND’S  PHARMACY 


Main  St. 


74  Main  St.  Windsor  Locks 


Windsor  Locks 


Tel.  NA  3-3047 


Compliments  of 


VVESTINGHOUSE  LAUNDROMAT 


Main  Street 


Windsor  Locks 


